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A Friendly Welcome 

CADILLAC MOTEL, Windsors Newest and Most Ultra 
Modern on 3B Highway. Direct Route to Niagara Falls. 
One block South of The Elmwood Casino, 2498 Dougall 
Ave., Windsor, Ont. Tel. CL 4-3170. Recommended by 
AAA. Approved by O.T.C.A. 
Each Unit consists of Ceramic Tile Shower with Colored 
Bath Fixtures, Box Spring Simmons Mattresses, Central 
Trane Heating, Hot & Cold City Water, and for your 
enjoyment a Radio. Conveniently located, closest motel to 
downtown Windsor & Detroit. Open All Year. Prop. Wm. 
“Bill Dragich. 
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